Brief comment text:

I want to bring to your attention the prolific use of 900 ISM at the 1W level for use in UAV (Drone) C2 (command and control) links. Allowing 30w transmissions in this band will risk effectively jamming very delicate and safety critical UAV operations. I urge the FCC to reconsider this proposal 
